On behalf of DRF Lisa Northrop, please find attached the approval letter for emergency operations within the French Pete (a) and McLennan IRA£.#a217;s on the 
Willamette. Further instructions are included in the letter regarding follow up reporting. 

You will see this again through the official channels (Mercury correspondence), but we wanted you to have the approval letter today. Please let us know if you 
have any questions. 

Cathy 



Catharine A. Pearson 
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